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the AANA Journal during 2007. The index is alphabetized 
according to headings, and entries appear in chronological 
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AANA Doctoral Task Force see Education News, 167, 247 

AANA Journal Course No. 26 Examination Information— 
Update for nurse anesthetists, 135 

AANA Journal Course No. 26 Examination—Update for nurse 
anesthetists (answer form), 136 

AANA Journal Course No. 26 Examination—Update for nurse 
anesthetists (examination questions), 140 

AANA Journal Course No. 26 Examination—Update for nurse 
anesthetists (examination answers), 297 

AANA Journal Course No. 26-2007 Evaluation Form, 137 

AANA Journal Course 
Part 6—Perioperative care of patients with cerebral palsy, 
65; Part 1—The esophageal-tracheal double-lumen airway: 
Rescue for the difficult airway, 129; Part 2—anesthetic 
implications for cancer chemotherapy, 219; Part 3— 
Cyclodextrin introduction to anesthesia practice: Form, 
function, and application, 289; Part 4+—Life in the balance: 
The role of serpins in disease genesis and prevention, 349; 
Part 5—Transfusion-related acute lung injury, 437 

Abay MA, Everts K, Wisser J: Current literature questions the 
routine use of low-dose dopamine, 57 

Abbott KY see State of the Science oral and poster sessions, A3 

Abdominoplasty 
Spinal anesthesia for abdominoplasty with liposuction: A 
case report, 126 

Academic performance 
Predictors of student success in the US Army Graduate 
Program in Anesthesia Nursing, 339 

Accreditation 
Council on Accreditation of Nurse Anesthesia educational 
programs to be reviewed during fiscal year 2008, 17; see 
Education News, 167, 247; see State of the Science oral and 
poster sessions, A21 

Acosta L see Bouks and Multimedia of Interest, 71 

Acosta S see Aponte H 

Acute renal failure 
Current literature questions the routine use of low-dose 
dopamine, 57 

Acute respiratory distress syndrome see AANA Journal Course, 
Part 5, 437 

ARDS see AANA Journal Course, Part 5, 437 

Adams L, Malcotti C, Petrunak E: Thoracoabdominal 
aneurysm repair: A case report, 117 

Adverse drug reactions 
Current literature questions the routine use of low-dose 
dopamine, 57; see Letters 88 

Adverse events see State of the Science oral and poster 
sessions, All, Al5, A46 

Adverse outcomes 
Closed claims studies in anesthesia: A literature review and 
implications for practice, 267 

Adult education 
Anesthetic care of the trauma patient: Development of a 
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Web-based resource, 49 

Airflow 
Use of heliox for intraoperative bronchospasm: A case 
report, 189 

Airway 
The PAXpress airway causes more pharyngeal irritation 
than the reusable laryngeal mask airway, 123; see AANA 
Journal Course, Part 1, 129; see Letters, 166; Airway 
management in a child with penetrating pharyngeal wall 
foreign body injury: A case report, 329 

Airway assessment 
A comparison of preoperative airway assessment 
techniques: The modified Mallampati and the upper lip bite 
test, 177 

Airway management in a child with penetrating pharyngeal 
wall foreign body injury: A case report, 329 

Aker J see AANA Journal Course, Part 6, 65; see AANA Journal 
Course, Part +, 349 

Alanine transaminase see State of the Science oral and poster 
sessions, A53 

Alcohol, isopropyl! 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21 

Ales R, May D, Whitney L: A study comparing chloroprocaine 
with lidocaine for skin infiltration before intravenous 
catheter insertion, 255 

Algorithm see State of the Science oral and poster sessions, 
A50 

alpha-2 Receptors see State of the Science oral and poster 
sessions, A6, A19 

Alveolar-capillary injury see State of the Science oral and 
poster sessions, Al6 

Ambulatory surgery 
Spinal anesthesia for abdominoplasty with liposuction: A 
case report, 126; see State of the Science oral and poster 
sessions, A7 

Analgesia see State of the Science oral and poster sessions, A22 

Anaphylaxis see State of the Science oral and poster sessions, 
A50 

Anderson DJ see AANA Journal Course, Part 6, 65 

Anderson NK, Jones AD, Martin EE, Thies RF, Baxter D, 
Marienau MES, Elliott BA: Anesthetic care of the trauma 
patient: Development of a Web-based resource, 49 

Andrade JA see State of the Science oral and poster sessions, 
A29 

Andrilla H see Kaplan L 

Anesthesia awareness see State of the Science oral and poster 
sessions, A44, A54 

Anesthesia billing data 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Anesthesia “go team” for trauma patients: Field based 
anesthesia, 107 

Anesthesia information management systems 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Anesthesia machine see State of the Science oral and poster 
sessions, A33 

Anesthesia providers 
see Legal Briefs, 9, 89; The Washington State nurse 
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anesthetist workforce: A case study, 37; see State of the 
Science oral and poster sessions, A3, A5, A7, A8, A66 
Anesthetic delivery see AANA Journal Course, Part 3, 289 
Anesthetic implications for surgical correction of scoliosis, 277 
Anesthetic management in a pediatric patient with Noonan 
syndrome, mastocytosis, and von Willebrand disease: A 
case report, 261 
Aneurysm 
Thoracoabdominal aneurysm repair: A case report, 117 
Angioedema see AANA Journal Course, Part 4, 349 
Annual meetings see Imagining in Time, 174 
Antiplatelet therapy see State of the Science oral and poster 
sessions, A57 
a@,-Antitrypsin deficiency see AANA Journal Course, Part 4, 
349 


Anxiety 
Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333; Predictors of 
student success in the US Army Graduate Program in 
Anesthesia Nursing, 339; see State of the Science oral and 
poster sessions, A9, A28, A34, A48 

Aortic aneurysm 
Thoracoabdominal aneurysm repair: A case report, 117 

Apatov N see State of the Science oral and poster sessions, A27 

Aponte H, Acosta S, Rigamonti D, Austin P. Samolitis T: The 
use of ultrasound for placement of intravenous catheters, 
212 

Apoptosis see State of the Science oral and poster sessions, 
Alo 

Aromatherapy 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21 

Artificial oxygen carriers: A current review, 205 

Aspirin see State of the Science oral and poster sessions, A57 

Assessment see State of the Science oral and poster sessions, 
A48 

Attitudes see State of the Science oral and poster sessions, A30 

Auld VH see State of the Science oral and poster sessions, A31 

Austin P see Aponte H 

Automation 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Avant JR see State of the Science oral and poster sessions, A23 

Awareness see State of the Science oral and poster sessions, 
A44, 54 

Aylor N see State of the Science oral and poster sessions, A28 


Baclofen see AANA Journal Course, Part 6, 65 

Bailey MD see State of the Science oral and poster sessions, 
A5l 

Baker KR, Landriscina D, Kartchner H, Mirkes DM: The Icarus 
effect: The influence of diluent warming on dantrolene 
sodium mixing time, 101 

Baker BM see Eshkevari L 

Baker KR see State of the Science oral and poster sessions, A43 

Bannon MP see State of the Science oral and poster sessions, 
Al8 

Barriers see Education News, 325 

Baxter D see Anderson NK 

Bauer L see State of the Science oral and poster sessions, A37 

Bellomy CL see State of the Science oral and poster sessions, 
A44 

Benson SL see State of the Science oral and poster sessions, 
A52 

Benzodiazepines 

The effects of valerian on the time course of emergence 
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from general anesthesia in Sprague-Dawley rats (Rattus 

norvegicus), 431 

Berzinis B see State of the Science oral and poster sessions, 
A53 

Best practices 
A literature review on anesthetic practice for carotid 
endarterectomy surgery based on cost, hemodynamic 
stability, and neurologic status, 193 

Biddle C see AANA Journal Course, Part 4+, 349 

Billing data 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Biologic markers see State of the Science oral and poster 
sessions, Al6 

Biswas R see State of the Science oral and poster sessions, A32 

Bite test 
A comparison of preoperative airway assessment 
techniques: The modified Mallampati and the upper lip bite 
test, 177 

Block RI see State of the Science oral and poster sessions, A54 

Blood loss 
Artificial oxygen carriers: A current review, 205; Anesthetic 
implications for surgical correction of scoliosis, 277 

Blood substitutes 
Artificial oxygen carriers: A current review, 205 

Bloom KC see State of the Science oral and poster sessions, 
A38 

Blumenreich GA see Legal Briefs, 89 

Books and Multimedia of Interest 
Handbook of Neuroanesthesia, 95, The ICU Book, 95; Atlas 
of Airway Management Techniques and Tools, 171 

Bopp EJ see State of the Science oral and poster sessions, A4+2 

Brandt SR see State of the Science oral and poster sessions, 
Al8 

Bronchial dilator 
Double-lumen endotracheal tube for one-lung ventilation 
through a fresh tracheostomy stoma: A case report, 411 

Bronchospasm 
Use of heliox for intraoperative bronchospasm: A case 
report, 189 

Brown A see State of the Science oral and poster sessions, A5, 
A24 

Brown DR see State of the Science oral and poster sessions. 
Al8 

Brown M-A see Kaplan L 

Brown WE, Hurd NS, McCall S, Ceremuga TE: Evaluation of 
the anxiolytic effects of chrysin, a Passiflora incarnata 
extract, in the laboratory rat, 333 

Brownfield MJ see State of the Science oral and poster 
sessions, A6l 

Bruce W see State of the Science oral and poster sessions, A19 

Bryngelson JA see State of the Science oral and poster sessions, 


Bupivacaine see State of the Science oral and poster sessions. 
A31 

Burkard JF see State of the Science oral and poster sessions, 
A29 

Burns SM, Meland NB: Spinal anesthesia for abdominoplasty 
with liposuction: A case report, 126 

Bushey BA see State of the Science oral and poster sessions. 
A3Bl 
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Caldwell AD see State of the Science oral and poster sessions, 
A49 

Cancer see AANA Journal Course, Part 2, 219; see State of the 
Science oral and poster sessions, A27 

Cannon MR see State of the Science oral and poster sessions, 
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Cardiac toxicity see State of the Science oral and poster 
sessions, A31 

Cardiovascular effects 
Myocardial ischemia in the postanesthesia care unit: A case 
report, 34; see AANA Journal Course, Part 2, 219 

Carlsson GE see State of the Science oral and poster sessions, 
A6 

Carotid endarterectomy 
A literature review on anesthetic practice for carotid 
endarterectomy surgery based on cost, hemodynamic 
stability, and neurologic status, 193 

Catecholamines 
Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333 

Catheterization, intravenous 
The use of ultrasound for placement of intravenous 
catheters, 212 

Cavanaugh B see Hulse JA 

Central nervous system see AANA Journal Course, Part 2, 219 

Cerebral palsy see AANA Journal Course, Part 6, 65 

Cerebrospinal fluid 
The effect of spinal needle design, size, and penetration 
angle on dural puncture cerebral spinal fluid loss, 111; 
Impact of pseudotumor cerebri (idiopathic intracranial 
hypertension) in pregnancy: A case report, 199 

Ceremuga TE see Brown WE; see State of the Science oral and 
poster sessions, A9 

Certified Registered Nurse Anesthetists 
see Legal Briefs, 9; The Washington State nurse anesthetist 
workforce: A case study, 37 

Cesarean section see State of the Science oral and poster 
sessions, Al4, A25, A44 

Chaplin RL Jr, Jedynak J, Johnson D, Heiter D, L Shovelton, 
Garrett N: The effects of valerian on the time course of 
emergence from general anesthesia in Sprague-Dawley rats 
(Rattus norvegicus), 431 

Chemical dependency see State of the Science oral and poster 
sessions, A55 

Chemoreceptor trigger zone 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21; 
Meclizine in combination with ondansetron for prevention 
of postoperative nausea and vomiting in a high-risk 
population, 27 

Chemotherapy see AANA Journal Course, Part 2, 219 

Chenowith T see Hulse JA 

Chloroprocaine 
A study comparing chloroprocaine with lidocaine for skin 
infiltration before intravenous catheter insertion, 255 

Christensen JP see State of the Science oral and poster 
sessions, A29 

Chrysin 
Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333; see State of the 
Science oral and poster sessions, A2 

Cline R see State of the Science oral and poster sessions, A50 

Clopidogrel see State of the Science oral and poster sessions, 
A57 

Closed claims studies in anesthesia: A literature review and 
implications for practice, 267 

Cody RF see Legal Briefs, 9 

Cognitive assessment 
Predictors of student success in the US Army Graduate 
Program in Anesthesia Nursing, 339 

Colucci SL see State of the Science oral and poster sessions, 
All 

Combitube 
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see AANA Journal Course, Part 1, 129 

A comparative analysis of isopropyl alcohol and ondansetron 
in the treatment of postoperative nausea and vomiting from 
the hospital setting to the home, 21 

A comparison of preoperative airway assessment techniques: 
The modified Mallampati and the upper lip bite test, 177 

Complications 
Myocardial ischemia in the postanesthesia care unit: A case 
report, 34; Risks, benefits and complications of epidural 
corticosteroid injections: A case report, 183; see Letters, 
323; see State of the Science oral and poster sessions, A37, 
A44, A46; see AANA Journal Course, Part 5, 437 

Compton J see State of the Science oral and poster sessions, 
Al9 

Conley Y see State of the Science oral and poster sessions, A5, 
A24 

Control see Legal Briefs, 89 

Cooper D see State of the Science oral 2nd poster sessions, 
A27 

Corticosteroids 
Risks, benefits and complications of epidural corticosteroid 
injections: A case report, 183 

Corticosterone 
Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333 

Corydalis see State of the Science oral and poster sessions, A6, 
Al9 

Corydalis yanhuso see State of the Science oral and poster 
sessions, A34 

Cost factors 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43; A literature review on anesthetic practice for 
carotid endarterectomy surgery based on cost, 
hemodynamic stability, and neurologic status, 193 

Cotton JW, Rowell LR, Hood RR, Pellegrini JE: A comparative 
analysis of isopropyl alcohol and ondansetron in the 
treatment of postoperative nausea and vomiting from the 
hospital setting to the home, 21 

Council for Public Interest in Anesthesia, Official listing of 
members, 459 

Council on Accreditation of Nurse Anesthesia educational 
programs to be reviewed during fiscal year 2008, 17; 
Official listing of members, 446; Recognized educational 
programs, 446 

Council on Certification of Nurse Anesthetists, Official listing 
of members, 460 

Council on Recertification of Nurse Anesthetists, Official 
listing of members, 460 

Craney TL see State of the Science oral and poster sessions, All 

Crawley GD see State of the Science oral and poster sessions, 
Alo 

Crum-Cianflone N see State of the Science oral and poster 
sessions, A60 

Cryder J see State of the Science oral and poster sessions, A21 

Curriculum see Education News, 247; see State of the Science 
oral and poster sessions, Al3, A21, A36 

Cyclodextrins see AANA Journal Course, Part 3, 289 

Cystic fibrosis see State of the Science oral and poster sessions, 
A32 

Cytokines see State of the Science oral and poster sessions, 
A32 


Daniel CA see State of the Science oral and poster sessions, 
A42 
Daniels J see State of the Science oral and poster sessions, A+ 
Dantrolene sodium 
The Icarus effect: The influence of diluent warming on 
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dantrolene sodium mixing time, 101; see State of the 

Science oral and poster sessions, A43 

Davis C see State of the Science oral and poster sessions, A26, 
A58 

Dendy DD see State of the Science oral and poster sessions, A8 

Density 
Use of heliox for intraoperative bronchospasm: A case 
report, 189 

Deposition see Legal Briefs, 9 

Depression see State of the Science oral and poster sessions, 
A38 

Dexmedotomidine see State of the Science oral and poster 
sessions, A6, Al9 

Dexter F see O'Sullivan CT 

*ickinson P see Hulse JA 

Dickinson TR see State of the Science oral and poster sessions, 
A8 

Dietrich SA see Hester CE 

Diluent temperature 
The Icarus effect: The influence of diluent warming on 
dantrolene sodium mixing time, 101 

Doctoral education 
see Education News, 167, 247; see Letters, 323; see State of 
the Science oral and poster sessions, A30 

Donais J see State of the Science oral and poster sessions, Al 

Donohue K see State of the Science oral and poster sessions, 
A7 

Dopamine 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21; Current 
literature questions the routine use of low-dose dopamine, 
57 

Dorsal aorta see State of the Science oral and poster sessions, 
A23 

Dorsal rhizotomy see AANA Journal Course, Part 6, 65 

Double-lumen airway 
see AANA Journal Course, Part 1, 129; Double-lumen 
endotracheal tube for one-lung ventilation through a fresh 
tracheostomy stoma: A case report, 411 

Douglas AM see Goodman EJ 

Drug interactions 
see AANA Journal Course, Part 2, 219; see State of the 
Science oral and poster sessions, A6, A39, A59; The effects 
of valerian on the time course of emergence from general 
anesthesia in Sprague-Dawley rats (Rattus norvegicus), 431 

Duncan R see State of the Science oral and poster sessions, A9 

Dural puncture 
The effect of spinal needle design, size, and penetration 
angle on dural puncture cerebral spinal fluid loss, 111; see 
State of the Science oral and poster sessions, A22 

Dysmorphic syndromes 
Anesthetic management in a pediatric patient with Noonan 
syndrome, mastocytosis, and von Willebrand disease: A 
case report, 261 

Dystrophy see State of the Science oral and poster sessions, 

A40 


Edinger JR see State of the Science oral and poster sessions, 
All 

Edmonds J see State of the Science oral and poster sessions, 
A50 

Education 
Council on Accreditation of Nurse Anesthesia educational 
programs to be reviewed during fiscal year 2008, 17; 
Anesthetic care of the trauma patient: Development of a 
Web-based resource, 49: Predictors of student success in 

the US Army Graduate Program in Anesthesia Nursing, 
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339; see State of the Science oral and poster sessions, A13, 
Al17, A35, A36, A47, A55 

Education News 
Recruitment and retention of nurse anesthesia faculty: 
Issues and strategies, 13; Upgrading nurse anesthesia 
educational requirements (1933-2006)—Part 1: Setting 
standards, 167; Upgrading nurse anesthesia educational 
requirements (1933-2006)—Part 2: Curriculum, faculty, 
and students, 247; Share your secrets—Teach! A proposal 
to increase the number of nurse anesthesia educators, 325; 
Student Leadership Tracks: A model for nurse anesthesia 
faculty recruitment and retention, 406 

The effect of spinal needle design, size, and penetration angle 
on dural puncture cerebral spinal fluid loss, 111 

The effectiveness of inhalation isopropyl alcohol vs 
granisetron for the prevention of postoperative nausea and 
vomiting, +17 

The effects of valerian on the time course of emergence from 
general anesthesia in Sprague-Dawley rats (Rattus 
norvegicus), 431 

Eichelberger CL see State of the Science oral and poster 
sessions, A2 

Elderly people see State of the Science oral and poster 
sessions, Al2 

Electroconvulsive therapy see Letters 88; see State of the 
Science oral and poster sessions, A20 

Electronic medical record 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Elevated plus-maze 
Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333; see State of the 
Science oral and poster sessions, A9 

Elliott BA see Anderson NK 

Ellis JA see State of the Science oral and poster sessions, A39 

Ellison KM see State of the Science oral and poster sessions, 
Al5 

Emergence 
Use of heliox for intraoperative bronchospasm: A case 
report, 189; see State of the Science oral and poster 
sessions, A2, A39; The effects of valerian on the time 
course of emergence from general anesthesia in Sprague- 
Dawley rats (Rattus norvegicus), +31 

Emphysema see AANA Journal Course, Part 4, 349 

Encapsulation see AANA Journal Course, Part 3, 289 

Encephalopathy see AANA Journal Course, Part 6, 65 

Endarterectomy 
A literature review on anesthetic practice for carotid 
endarterectomy surgery based on cost, hemodynamic 
stability, and neurologic status, 193 

Endotracheal tube 
see State of the Science oral and poster sessions, A41; 
Double-lumen endotracheal tube for one-lung ventilation 
through a fresh tracheostomy stoma: A case report, 411 

Epidural anesthesia see Letters, 323; see State of the Science 
oral and poster sessions, A22 

Epidural steroid 
Risks, benefits and complications of epidural corticosteroid 
injections: A case report, 183 

Epinephrine see State of the Science oral and poster sessions, 
A45 

Erie JC see State of the Science oral and poster sessions, A52 

Eshkevari L, Baker BM: Asystole during laryngoscopy of a 
patient with pleural and pericardial effusions: A case 
report, +23 

Esophageal-tracheal double lumen airway 
see AANA Journal Course, Part 1, 129 

Estrada JL see State of the Science oral and poster sessions, 
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Etomidate see Letters 88 

Evaluation see State of the Science oral and poster sessions, 
A36 

Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333 

Everts K see Abay MA 

Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Extubation see Letters, 166 


Facility design see State of the Science oral and poster 
sessions, A52 

Faculty 
see Education News, 13, 247; 325, 406 

Faculty shortage 
See Education News, 406 

Failed intubation 
see AANA Journal Course, Part 1, 129 

Fazekas D see State of the Science oral and poster sessions, 
A27 

Fenoldopam 
Current literature questions the routine use of low-dose 
dopamine, 57 

Fentanyl see State of the Science oral and poster sessions, Al, 
Al2, 126 

Fever see State of the Science oral and poster sessions, A60 

Field anesthesia 
Anesthesia “go team” for trauma patients: Field based 
anesthesia, 107 

Fire 
see Legal Briefs, 9 

Fishes see State of the Science oral and poster sessions, A23 

Flick R see State of the Science oral and poster sessions, A15 

Flumazenil 
Evaluation of the anxiolytic effects of chrysin, a Passiflora 
incarnata extract, in the laboratory rat, 333; see State of the 
Science oral and poster sessions, A9 

Foley LS see State of the Science oral and poster sessions, A55 

Fonder H see State of the Science oral and poster sessions, 
Al9 

Foreign body 
Airway management in a child with penetrating pharyngeal 
wall foreign body injury: A case report, 329 

Forrester CM, Benfield DA Jr, Matern CE, Kelly JA, Pellegrini 
JE: Meclizine in combination with ondansetron for 
prevention of postoperative nausea and vomiting in a high- 
risk population, 27 

Fracture see State of the Science oral and poste~ sessions, AS 

Francois SJ see State of the Science oral and poster sessions, 
A52 

Fritz L see State of the Science oral and poster sessions, A8, 
A27 

Furnas B see State of the Science oral and poster sessions, A50 


Gaddis RR see State of the Science oral and poster sessions, 
AlO 

Gaffey V see Imagining in Time, 97 

Gambrall MA: Anesthetic implications for surgical correction 
of scoliosis, 277 

Garey TD: see Education News, 406 

Gargiulo K see State of the Science oral and poster sessions, 
Al2 

Gargiulo K see State of the Science oral and poster sessions, 
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Gargiulo R see State of the Science oral and poster sessions, A4 

Garrett N see Hulse JA; Chaplin RL Jr 

Gastrointestinal diseases see AANA Journal Course, Part 2, 219 

Gates G see State of the Science oral and poster sessions, A34 

Genotypes see State of the Science oral and poster sessions, 
A24 

Ghoneim MM see State of the Science oral and poster sessions, 
A54 

Gingrich R see O'Connor G 

Glasman M see State of the Science oral and poster sessions, 
A32 

Goergen JM see State of the Science oral and poster sessions, 
Al8 

Gold ME see State of the Science oral and poster sessions, Al7 

Golinski M see State of the Science oral and poster sessions, 
A47 

Goodman E}J, Ziegler EJ, Douglas AM: The PAXpress airway 
causes more pharyngeal irritation than the reusable 
laryngeal mask airway, 123 

Go team 
Anesthesia “go team” for trauma patients: Field based 
anesthesia, 107 

Graduate nursing education 
Predictors of student success in the US Army Graduate 
Program in Anesthesia Nursing, 339 

Granisetron 
see State of the Science oral and poster sessions, Al4; The 
effectiveness of inhalation isopropyl! alcohol vs granisetron 
for the prevention of postoperative nausea and vomiting, 
417 

Greene JW see State of the Science oral and poster sessions, 
A23 

Groffman M see State of the Science oral and poster sessions, 
Al7 

Gruen G see State of the Science oral and poster sessions, A5, 
A24 


Hacker J see State of the Science oral and poster sessions, A2 

Hackett J see State of the Science oral and poster sessions, A46 

Hadenfeldt SL see State of the Science oral and poster sessions, 
A560 

Haffarnan MK see State of the Science oral and poster sessions, 
A54 

Halverson JW see State of the Science oral and poster sessions, 
A+0 

Hanrahan E} see State of the Science oral and poster sessions, 
Al4+ 

Hart LG see Kaplan L 

Hastings BH see Letters 88 

Hawkins JK see Teran L 

Headache 
The effect of spinal needle design, size, and penetration 
angle on dural puncture cerebral spinal fluid loss, 111; 
Impact of pseudotumor cerebri (idiopathic intracranial 
hypertension) in pregnancy: A case report, 199; see State of 
the Science oral and poster sessions, A22 

Health see State of the Science oral and poster sessions, A47 

Heliox 
Use of heliox for intraoperative bronchospasm: A case 
report, 189 

Heiter D see Chaplin RL Jr 

Hemodynamics 
A literature review on anesthetic practice for carotid 
endarterectomy surgery based on cost, hemodynamic 
stability, and neurologic status, 193 

Hemoglobin-based oxygen carriers 
Artificial oxygen carriers: A current review, 205 

Henkel-Hanke T, Oleck M: Artificial oxygen carriers: A current 
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review, 205 

Henker R see State of the Science oral and poster sessions, A5, 
A24 

Herbal medicines 
see State of the Science oral and poster sessions, A6, A9, 
A19, A27, A39, A53, A59; The effects of valerian on the 
time course of emergence from general anesthesia in 
Sprague-Dawley rats (Rattus norvegicus), +31 

Hester CE, Dietrich SA, Secrest JA, Lindgren KR, Smith T: A 
comparison of preoperative airway assessment techniques: 
The modified Mallampati and the upper lip bite test, 177 

Histamine 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21 

Histamine receptor antagonists 
Meclizine in combination with ondansetron for prevention 
of postoperative nausea and vomiting in a high-risk 
population, 27 

History see also Imagining in Time 

History of anesthesia education see Education News, 167, 247; 
see State of the Science oral and poster sessions, A56 
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A24 

Serotonin 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21 

Serotonin receptor antagonists 
Meclizine in combination with ondansetron for prevention 
of postoperative nausea and vomiting in a high-risk 
population, 27; The effectiveness of inhalation isopropyl 
alcohol vs granisetron for the prevention of postoperative 
nausea and vomiting, +17 

Serpins see AANA Journal Course, Part 4, 349 

Sharp J see State of the Science oral and poster sessions, A33 

Sheffield J see State of the Science oral and poster sessions, 
A30 

Shevchenko Y see Incollingo F 

Shortage, staff see Workforce 

Shovelton L see Chaplin RL Jr 

Simulation 
see State of the Science oral and poster sessions, All, Al3, 
Al17, A35, A36, A50 

Sirolimus see State of the Science oral and poster sessions, A57 

Skills validation see State of the Science oral and poster 
sessions, All 

Skurnowicz JA see Meitzner MC 

Slakey K see State of the Science oral and poster sessions, A36 

Smally AJ see AANA Journal Course, Part 1, 129 

Smith T see Hester CE 

Snarr J: Risks, benefits and complications of epidural 
corticosteroid injections: A case report, 183 

Snyder M see State of the Science oral and poster sessions, 
A60 

Spackman TN see State of the Science oral and poster sessions, 
A20 

Spagna MJ see State of the Science oral and poster sessions, 
A6l 

Spanton JL see State of the Science oral and poster sessions, 
A39 

Spasticity see AANA Journal Course, Part 6, 65 

Spinal analgesia see State of the Science oral and poster 
sessions, A25 

Spinal anesthesia 
Spinal anesthesia for abdominoplasty with liposuction: A 
case report, 126 

Spinal cord perfusion 
Thoracoabdominal aneurysm repair: A case report, 117 

Spinal fusion 
Anesthetic implications for surgical correction of scoliosis, 
277 

Spinal headache 
The effect of spinal needle design, size, and penetration 
angle on dural puncture cerebral spinal fluid loss, 111 

Spinal needle design 
The effect of spinal needle design, size, and penetration 
angle on dural puncture cerebral spinal fluid loss, 111 

Spradling JC see State of the Science oral and poster sessions, 
A42 

Sprung J see State of the Science oral and poster sessions, Al5 

Srivastava M see State of the Science oral and poster sessions, 
A32 

Staffing 
Evidence-based management assessment of return on 
investment from anesthesia information management 
systems, 43 

Standardization see State of the Science oral and poster 
sessions, A22 
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Starnes-Ott K see Education News, 13 

State of the Science oral and poster sessions (357+) 
Blunting the sympathetic response to laryngoscopy during 
the induction of anesthesia, Al; The effects of chrysin, a 
Passiflora incarnata extract, and midazolam, on the 
emergence time from general anesthesia in Sprague-Dawley 
Rats (Rattus norvegicus) after intra-abdominal surgery, A2; 
Quality of work life among Michigan CRNAs in various 
employment modalities: A comparative study, A3; The 
effect of music and therapeutic suggestion on postoperative 
pain in the general anesthesia patient, A+, Postoperative 
pain by fracture type in patients with orthopedic trauma, 
A5; Investigation of modulation of the alpha 2 receptor in 
tetrahydropalmatine (THP) analgesia, A6; Patient outcomes 
of peripheral nerve blocks and general anesthetics 
performed by CRNAs in a military same day surgery center: 
A retrospective chart review, A7; The effectiveness of the 
SurgiVet Enviro-Pure canister when used with the 
Universal Portable Anesthesia Complete (UPAC) drawover 
anesthesia system, A8; Investigation of the anxiolytic 
effects of luteolin, a lemon balm extract, in the male 
Sprague-Dawley rat, A9; The neuroprotective effects of 
propofol following hydrogen peroxide treatment are not 
due to a decrease in apoptosis but rather a decrease in 
necrosis, Al0; Efficacy of human patient simulator in skills 
validation for practicing nurse anesthetists, All; Fentanyl 
iontophoretic transdermal system versus morphine 
intravenous patient-controlled analgesia in elderly obese 
and elderly non-obese postoperative populations: Patients’ 
assessment of mobility, Al2; An effective approach to high- 
fidelity simulation in anesthesia: Integrating curricula, Al 3; 
Is granisetron 0.1 mg IV effective in preventing PONV and 
pruritis in groups of cesarean section patients receiving 
spinal anesthesia and intrathecal opioids? Al4; Risk factors 
for laryngospasm in children during general anesthesia, 
A15; Evaluation of a novel biological marker of oxygen 
induced lung injury, Al6; Does human simulation improve 
student registered nurse anesthetist performance? A17; 
Hyperglycemia in the surgical trauma patient, A18; 
Investigation of modulation of the alpha 2 receptor by the 
corydalis extract tetrahydropalmatine (THP) in male 
Sprague-Dawley rats, Al9; An observational study of 
correlates of myalgia in electroconvulsive therapy, A20; 
Participation in a required bench research component in 
nurse anesthetist education: A student perspective, A21, 
Epidural placement: Standardization program, A22; 
Inhibition of hypoxic vasoconstriction by IP3 receptor 
antagonists in sea lamprey dorsal aortas and isolated 
smooth muscle cells, A23; Association between opioid p 
receptor genotypes and postoperative pain responses in 
orthopedic trauma patients: A pilot study, A24; Efficacy of 
prophylactic administration of intramuscular promethazine 
in a parturient population scheduled for cesarean section 
with intrathecal analgesia, A25; Postoperative pain 
management with fentanyl iontophoretic transdermal 
system (ITS) versus morphine intravenous patient- 
controlled analgesia: Findings from a validated nurse ease- 
of-care questionnaire, A26; Effects of kava on natural killer 
cell activity in Sprague-Dawley male rates undergoing 
abdominal surgery, A27; What is the relationship between 
mentoring and anxiety? A28; Comparison of fascia iliaca 
compartment block and the 3 in | block in the adult knee 
arthroscopy and meniscal repair, A29; Doctorate in nursing 
practice in the field of nurse anesthesia: The opinions of 
Certified Registered Nurse Anesthetists, A30; Evaluation of 
lipid emulsion for resuscitation of bupivacaine-induced 
cardiac toxicity in awake swine, A31; Mechanism of 
regulation of IL-8 mRNA stability in cystic fibrosis lung 
epithelial cells, A32; Compliance and infection control of 
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the anesthetic gas machine, A33; The effects of 
tetrahydropalmatine, a Corydalis yanhuso extract, on 
natural killer cell activity in Sprague-Dawley rats following 
intra-abdominal surgery, A34; Learning and anxiety in the 
anesthesia simulator laboratory, A35; Integration of high- 
fidelity patient simulation into CRNA curriculum: Student 
perception, A36; Does leukoreduction of red blood cells 
reduce the incidence of multi-organ failure in adult surgical 
patients receiving massive transfusions, A37; Depression in 
postoperative open heart patients, A38; The effect of a 
single dose of kava and midazolam on emergence time 
from general anesthesia following an abdominal surgical 
procedure in the male Sprague-Dawley rat (Rattus 
norvegicus), A39; Myotonic dystropiy and anesthesia: The 
Mayo Clinic experience, A40; Depth of endotracheal tube 
placement comparing conventional methods to scientific 
formulas, A41; Meclizine for prevention of postoperative 
nausea and vomiting in a high risk population, A42; The 
Icarus effect: The influence of diluent warming on 
dantrolene sodium mixing time, A43; Incidence of 
awareness in a high risk population: The cesarean section 
under general anesthesia, A44; Managing iatrogenic 
ventricular tachycardia secondary to epinephrine 
infiltration, A45; Anestheticrisks.com: An online resource 
for current information on probability of anesthetic 
complications, A46; The general well being of the graduate 
nurse anesthesia student: A comparison of health patterns 
during the anesthesia education experience, A+7;, The effect 
of preoperative anxiety assessment on anxiolytic dosing 
regimens, A48; Promoting an alternative technique for 
positioning the morbidly obese patient for laryngoscopy, 
A49; Crisis simulation: Managing anaphylactic shock, A50; 
Nurse anesthesia manpower issues in West Virginia, A51; 
The impact of facility design on efficiency and implied 
patient satisfaction, A52; The effects of kava on alanine 
aminotransferase in the male Sprague-Dawley rat, A53; 
Awareness during general anesthesia: A review of case 
reports, A54; The effect of education on perceptions of 
chemical dependency in anesthesia, A55; A historical study 
of nurse anesthesia education in Nebraska, A56; 
Management of perioperative antiplatelet therapy: Pulling 
the plug on thrombotic events, A57; Evaluation of patient 
ease-of-care associated with the fentanyl iontophoretic 
transdermal system versus morphine intravenous patient- 
controlled analgesia for postoperative pain management, 
A58; Mechanism of analgesic effect, efficacy and anesthesia 
interactions of kava in the male Sprague-Dawley rat, A59; 
Evidence based anesthesia: Fever of unknown origin in the 
parturient and neuraxial anesthesia, A60; Does premixing 
propofol with lidocaine affect time to induction? A61 

Static encephalopathy see AANA Journal Course, Part 6, 65 

Stell R see State of the Science oral and poster sessions, Al+ 

Stents see State of the Science oral and poster sessions, A57 

Stephens L see State of the Science oral and poster sessions, 
A+ 

Sticka JL see State of the Science oral and poster sessions, A20 

Stockman JA see State of the Science oral and poster sessions, 
Alo 

Stokes DL see State of the Science oral and poster sessions, 
ASS 

Stress see State of the Science oral and poster sessions, A47 

Stress response see State of the Science oral and poster 
sessions, A9, A34 

Stubbs JR see State of the Science oral and poster sessions, A37 

Student journal see Letters, 12 

Student leadership 
see Education News, 406 

Students see Education News, 247; see State of the Science 
oral and poster sessions, A28 
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A study comparing chloroprocaine with lidocaine for skin 
infiltration before intravenous catheter insertion, 255 
Stulce J see State of the Science oral and poster sessions, Al0 
Swan-Ganz catheter 
Occurre | « and removal of a knotted pulmonary artery 
catheter: A case report, 423 
Succinylcholine see State of the Science oral and poster 
sessions, A20 
Sufentanil see State of the Science oral and poster sessions, Al 
Sullivan J see State of the Science oral and poster sessions, A59 
Supervision see Legal Briefs, 89 
Surgical fires 
see Legal Briefs, 9 
Sympathetic response see State of the Science oral and poster 
sessions, Al 


T 


Tachycardia 
Myocardial ischemia in the postanesthesia care unit: A case 
report, 34; see State of the Science oral and poster sessions, 
A45 

Talley HC see Books and Multimedia of Interest, 95 

Tarkin I see State of the Science oral and poster sessions, A5, 
A24 

Taylor K see Letters, 166 

Teran L, Hawkins JK: The effectiveness of inhalation isopropyl 
alcohol vs granisetron for the prevention of postoperative 
nausea and vomiting, +17 

Tetrahydropalmatine see State of the Science oral and poster 
sessions, A6, Al9, A34 

Therapeutic suggestion see State of the Science oral and poster 
sessions, A+ 

Thies RF see Anderson NK 

Thomas MW see State of the Science oral and poster sessions, 
A4+6 

Thompson ES see State of the Science oral and poster sessions, 
A45, A57 

Thoracoabdominal aneurysm repair: A case report, 117 

Time factors see State of the Science oral and poster sessions, 
A206, A43, A6l 

Torbenson AS see State of the Science oral and poster sessions, 
Al8 

Toxic effects 
see AANA Journal Course, Part 2, 219 

Tracheostomy 
Double-lumen endotracheal tube for one-lung ventilation 
through a fresh tracheostomy stoma: A case report, 411 

Trait anxiety 
Predictors of student success in the US Army Graduate 
Program in Anesthesia Nursing, 339 

Transfusion 
Artificial oxygen carriers: A current review, 205; Anesthetic 
implications for surgical correction of scoliosis, 277; see 
State of the Science oral and poster sessions, A37 

Transfusion-associated circulatory overload see AANA Journal 
Course, Part 5, 437 

Transfusion-related acute lung injury see AANA Journal 
Course, Part 5, 437 

Trauma 
Anesthetic care of the trauma patient: Development of a 
Web-based resource, +9; Anesthesia “go team” for trauma 
patients: Field based anesthesia, 107; see State of the 
Science oral and poster sessions, A5, Al8, A24 

Tremonti A see State of the Science oral and poster sessions, 
A47 

Tretsven J see State of the Science oral and poster sessions, 
A57 

Truty TK see State of the Science oral and poster sessions, A52 

Tumor see State of the Science oral and poster sessions, A34 
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Tuohy needle see Letters, 323 

Turbulence (airflow, in airway) 
Use of heliox for intraoperative bronchospasm: A case 
report, 189 

Tygart DT see State of the Science oral and poster sessions, 
Al8 


U-V 


Ultrasonography 
The use of ultrasound for placement of intravenous 
catheters, 212 

Underdeveloped countries see State of the Science oral and 
poster sessions, A8 

Upper lip bite test 
A comparison of preoperative airway assessment 
techniques: The modified Mallampati and the upper lip bite 
test, 177 

Urban practice 
The Washington State nurse anesthetist workforce: A case 
study, 37 

Vacchiano CA see State of the Science oral and poster sessions, 
Al6, A31 

Valerian 
The effects of valerian on the time course of emergence 
from general anesthesia in Sprague-Dawley rats (Rattus 
norvegicus), 431 

Vallejo MC see State of the Science oral and poster sessions, 
A22 

Vana JC see State of the Science oral and poster sessions, A45 

vanKoeverden KJ see State of the Science oral and poster 
sessions, Al5 

Van Nest RL see Letters, 12 

Van Nostrand J see AANA Journal Course, Part 2, 219 

Vasocontriction see State of the Science oral and poster 
sessions, A23 

Ventilation 
Double-lumen endotracheal tube for one-lung ventilation 
through a fresh tracheostomy stoma: A case report, 411 

Ventricular tachycardia see State of the Science oral and poster 
sessions, A45 

Vigoda MM see O'Sullivan CT 

Villanueva C see State of the Science oral and poster sessions, 
A53 

Villecco D see State of the Science oral and poster sessions, 
A60 

Visual analog scale 
A study comparing chloroprocaine with lidocaine for skin 
infiltration before intravenous catheter insertion, 255 

Vital capacity see State of the Science oral and poster sessions, 
Alo 

Volk JE see State of the Science oral and poster sessions, A31 

Vomiting 
A comparative analysis of isopropyl alcohol and 
ondansetron in the treatment of postoperative nausea and 
vomiting from the hospital setting to the home, 21; 
Meclizine in combination with ondansetron for prevention 
of postoperative nausea and vomiting in a high-risk 
population, 27 

von Willebrand disease 
Anesthetic management in a pediatric patient with Noonan 
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syndrome, mastocytosis, and von Willebrand disease: A 
case report, 261 


Wada A: Myocardial ischemia in the postanesthesia care unit: 
A case report, 34 

Wagener C see State of the Science oral and poster sessions, 
Al0 

Waiting times see State of the Science oral and poster sessions, 
A52 

Walker JR see State of the Science oral and poster sessions, 
Al3 

Wallace JB see State of the Science oral and poster sessions, 
A29 

Wallace L see State of the Science oral and poster sessions, 
All 

Walz C see State of the Science oral and poster sessions, A37 

Wander G see State of the Science oral and poster sessions, 
A39 

Warner ME see State of the Science oral and poster sessions, 
A52 

Warming 
The Icarus effect: The influence of diluent warming on 
dantrolene sodium mixing time, 101 

The Washington State nurse anesthetist workforce: A case 
study, 37 

Waste anesthetic gases see State of the Science oral and poster 
sessions, AS 

Watts DD see State of the Science oral and poster sessions, A7 

Welden B see State of the Science oral and poster sessions, A34 

Welliver M see AANA Journal Course, Part 3, 289 

Wheat L see State of the Science oral and poster sessions, A2 

White B see Macksey L 

Whitney L see Ales R 

Wieme LJ see State of the Science oral and poster sessions, 
A20 

Wise T see State of the Science oral and poster sessions, A41 

Wisser J see Abay MA 

Workforce 
see Education News, 13, 325; The Washington State nurse 
anesthetist workforce: A case study, 37; see State of the 
Science oral and poster sessions, A51 

World War | see Imagining in Time, 97 

World Wide Web 
Anesthetic care of the trauma patient: Development of a 
Web-based resource, 49; see State of the Science oral and 
poster sessions, A46 

Worrell J, Lane S: Impact of pseudotumor cerebri (idiopathic 
intracranial hypertension) in pregnancy: A case report, 199 

Wound healing see State of the Science oral and poster 
sessions, A9 

Yaney LL: Double-lumen endotracheal tube for one-lung 
ventilation through a fresh tracheostomy stoma: A case 
report, 411 

Yauger YJ see State of the Science oral and poster sessions, A7 

Yohimbine see State of the Science oral and poster sessions, A6 

Zeiler MA see State of the Science oral and poster sessions, 
A4l 

Ziegler EJ see Goodman EJ 

Zusel JH see State of the Science oral and poster sessions, A20 
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